OUR  LADY  OF  LIGHT  CHAPEL 
Santa  Fe,  New  Mexico 

This   Gothic   Chapel    was    built   by   the   ^.isters  of 
Loretto,   but   was   completed  with   the   ove/sight  of 
stairs  to  the  choir  loft  and  little  space  to /build' any. 
The  prayers  of  the  Sisters  were  answered  when  an 
unknown  carpenter  came  t.o  them  and  built\this  m?|S"'' ; 
terpiece  of  design.   Constructed   in   a  minimum -^df  ^ 
space  and  without  the  use  of  nails,  the  mysterious  ^ 
carpenter  disappeared,  even  before  receiving  payinfenl^^ 
or  the  thankfulness  of  the  grateful  Sisters. 
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